UNITED STATES DEPARTMENT OF AGRICULTURE AL 254 


Rural electrification admimistration 


Washington Ks De Us 


August 15, 1951 
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LOAN AND POWER USE MEMORANDUM 254 


- SUBJECT: Availability of 1951 Edition N. EB. Code 


The 1951 edition of the National Electrical Code is now available at the following 


locations and prices: 


National Fire Protection Association 


60 Batterymarch Street 
Boston 10, Mass, 

Cloth Bound (large type} 
Paver Bound (large type 


$3,00 per copy 
$1.00 per copy 


The standard 4" x 62" brown paper bound copy may be obtained from the National 
Board of Fire Underwriters, 85 John Street, New York 7, New York, at a cost of 
1O¢ per copy: Orders not to exceed ten (10) copies will be sent post paid. 

This edition should also be available in your locality from one of the following 
agencies at a cost of approximatly 15¢ per copy: 


Board of Fire Underwriters 

of the Pacific 
914 Merchants dxchange Building 
San Francisco 4, California 


Fire Insurance Rating Bureau 
625 East Wisconsin Avenue 
Milwaukee, Wisconsin 


Fire Underwriters! Inspection Bureau 


1229 Plymouth Building 
Minneapolis, Minnesota 


Illinois Inspection Bureau 
ZO? West Jackson Boulevard 
Chicago 6, Illinois 


Indiana Inspection Bureau 
320 North Meridian Street 
Indianapolis 9, Indiana 


Insurance Commissioner's Office 
State House 

- Raleigh, North Carolina 
Iowa Insurance Service Bureau 


414 Insurance Exchange Building 
Des Moines 9, Iowa 


Kansas Inspection Bureau 
701 Jackson Street 
Topeka, Kansas 


- Kentucky Inspection Bureau 


940 Starks Building 
Louisville 2, Kentucky 


Louisiana Rating and Fire 
Prevention Bureau 

609 Canal Building 

New Orleans 2, Louisiana 


Michigan Inspection Bureau 
4000 Barlum Tower 
Detroit, Michigan 


Widdle Department Association 
of Fire Underwriters 

401 Walnut Street 

Philadelphia 6, Pennsylvania 


Mississippi State Rating Bureau 
Standard Life Building 
Jackson, Mississippi 


Missouri Inspection Bureau 
132% Pierce Building 
St. Louis 2, Missouri 
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Mountain States Inspection Bureau Tennessee Inspection Bureau. 

801 Gas and Blectric Building 1022 Stahlman Building 

Denver, Colorado Nashville 3, Tennessee 

National Board of Fire Underwriters Underwriters! Laboratories, Inc. 

85 John Street 207 East Ohio Street 

New York 7, New York Chicago 11, Illinois 

and 

22 West Adams Street Washington Surveying and Rating 

Chicago 6, Illinois Bureau 
1100 Alaska Building 

Oklahoma, Inspection Bureau Seattle 11, Washington 

801 Mercantile Building 

Oklahoma City, Oklahoma Virginia Insurance Rating Bureau 
Fost Office Box 1938 

South-Eastern Underwriters! Richmond, Virginia 

Association 


Post Office Box 5048 
Atlanta, Gerogia 


Several manufacturers have developed special processes by which ginc coatings 

are applied to steel conduits and the like. Such products are under label service 
of the Underwriters laboratories Incorporated and have proved to be acceptable 
methods of zinc coating as well as the hot dip method. 


Such products may be sold under various trade names of the manufacturer, “"Sheraduct! 
is one of these acceptable types. Look for the U L 1lsbel on the product. 
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